80 GALLON ELECTRIC 


AIR COMPRESSOR 
PART NO. BNAC5080B 
PART NO. BNCEAC5080B 


Motor Belt Drive 

Voltage 208/230V 

Horse Power 50 

Air Flow 17.5 CFM @ 175 PSI 
Tank Capacity 80 Gallons 
Warranty 2 Year limited 


80 GALLON ELECTRIC 


AIR COMPRESSOR 
PART NO. BNAC7580B 
PART NO. BNCEAC7580B 


Motor Belt Drive 

Voltage 208/230V 

Horse Power 7.5 

Air Flow 17.5 CFM @ 175 PSI 
Tank Capacity 80 Gallons 
Warranty 2 Year limited 
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HARNESS THE POWER OF AIR. 


Air tools are renowned for their low weight, power and cost effectiveness, and the air compressor is the engine that drives these tools. 
New Holland has electric air compressors ranging from portable 5 gallons to industrial 7.5HP 80 gallons. Regardless if you need a little 
air, or a lot, we can provide it for you. 
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5 GALLON ELECTRIC 


AIR COMPRESSOR 
PART NO. BNAC205 
PART NO. BNCEAC205 


Direct Drive 

120V 

2.0 

4.0 CFM @ 90 PSI 
5 Gallons 

2 Year limited 


10 GALLON ELECTRIC 
AIR COMPRESSOR 
PART NO. BNAC2010 
PART NO. BNCEAC2010 
Direct Drive 
120V 
2.0 
4.0 CFM @ 90 PSI 
10 Gallons 
2 Year limited 


20 GALLON ELECTRIC 


AIR COMPRESSOR 
PART NO. BNAC2020 
PART NO. BNCEAC2020 


Direct Drive 

120V 

2.0 

4.0 CFM @ 90 PSI 
20 Gallons 

2 Year limited 
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30 GALLON VERTICAL 


AIR COMPRESSOR 
PART NO. BNAC3030B 
PART NO. BNCEAC3030B 


Belt Drive 

120V 

3.0 

5.6 CFM @ 90 PSI 
30 Gallons 

2 Year limited 


20 GALLON 
HORIZONTAL 


AIR COMPRESSOR 
PART NO. BNAC3020B 
PART NO. BNCEAC3020B 


Belt Drive 

120V 

3.0 

5.6 CFM @ 90 PSI 
20 Gallons 

2 Year limited 


8 GALLON 
ELECTRIC 


AIR COMPRESSOR 
PART NO. BNAC1511RB 
PART NO. BNCEAC1511RB 


Belt Drive 

120V 

1.5 

6.0 CFM @ 90 PSI 
8 Gallons 


2 Year limited 


